WTCI-674-P 



From: Shyam Sunder [sunder@nist.gov] 

Sent: Tuesday, September 14, 2004 9:32 AM 

To: cauffman@nist.gov; cheri.sawyer@nist.gov; john.eichner@nist.gov 

Subject: Fwd: WTC- FDNY Base Station Information 



>X-Sieve: CMU Sieve 2.2 

>From : "Bhol, Saro j " <sbhol@panyn j . gov> 

>To : " 1 j ames . lawson@nist . gov ' " < j ames .lawson@nist.gov> 

>Cc: "'sunderPnist. gov ' " <s under @nis t . gov>, 

> "Begley, James" 

> < j begley@panyn j . gov>, "Lin, C . John" <jlin@panynj . gov>, 

> "Reiss, Alan" 

> <areiss@panynj . gov>, "Simonetti, Ray" <rsimonet@panynj . gov> 
>Subject: WTC- FDNY Base Station Information 

>Date: Tue, 14 Sep 2004 09:17:50 -0400 
>X-Mailer: Internet Mail Service (5.5.2657.72) 
>X-Mail Scanner : 

>X-MailScanner-From: sbhol@panynj . gov 

> 

>Randy, 

> 

>Here 1 s the information you requested from Ray Simonetti during your 

> recent telephone conversation with him. : 

> 

>Ray checked with the PA Radio Shop for the information on the output 
>power level of the base station and they do not have that information. 
>Based on information from PA staff familiar with the system, the 
>power output of the station was 50W's when purchased. 

> 

>Thanks 

> 

>Saroj 



Dr. S. Shyam Sunder 

Acting Deputy Director 

BuiLding and Fire Research Laboratory 

National Institute of Standards and Technology Gai thersburg, MD 20899-8600 
Tel.: 301-975-6850; Fax: 301-975-4032 
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Cheri Sawyer 

From: Shyam Sunder [sunder@nist.gov] 

Sent: Tuesday, September 14, 2004 9:32 AM 

To: cauffman@nist.gov; cheri.sawyer@nist.gov; john.eichner@nist.gov 

Subject: Fwd: WTC- FDNY Base Station Information 



>X-Sieve: CMU Sieve 2.2 

>From: "Bhol , Saro j " <sbhol@panynj . gov> 

>TO : " ' james . lawson@nist . gov ' " < james . lawson@nist . gov> 

>Cc: " ' sunder @nist . gov' " <sunder@nist . gov>, 

> "Begley, James" 

> <jbegley@panynj.gov>, "Lin, C. John" < j lin@panynj . gov>, 

> "Reiss, Alan" 

> <areiss@panynj . gov>, "Simonetti, Ray" <rsimonet@panyn j . gov> 
>Subject: WTC- FDNY Base Station Information 

>Date: Tue, 14 Sep 2004 09:17:50 -0400 
>X-Mailer: Internet Mail Service (5.5.2657.72) 
>X'MailScanner : 

>X-MailScanner-From : sbhol@panyn j . gov 
> 

>Randy, 

> 

>Here's the information you requested from Ray Simonetti during your 

>recent telephone conversation with him.: 

> 

>Ray checked with the PA Radio Shop for the information on the output 
>power level of the base station and they do not have that information . 
>Based on information from PA staff familiar with the system, the 
>power output of the station was 50 W s when purchased . 

> 

>Thanks 

> 

>Saroj 



Dr. S. Shyam Sunder 

Acting Deputy Director 

Building and Fire Research Laboratory 

National Institute of Standards and Technology Gaithersburg, MD 20899-8600 
Tel.: 301-975-6850; Fax: 301-975-4032 
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